Approved For Relgase 200 COM ye AEP RPE R PSST RQ80100020021-5 


ae 
| OPERATIONAL IMMED 
ner , iol SECRET 
To: ii | 25 SEPT 56 
25X1A INFO: [MD (OPERATIONAL IMMED) | -CKNR 642 


25x18 FM: (A762 

25X1A Sas) oe 25X1D 
25X1A REQUEST J COVERACE (MM AND MALTA 27 SEPT. 
25X14 HQS WILL SEND [MR32. REQUEST M5 ann oTHER 25X14 


25x14 APPLICABLE MESSAGES. [RRP WiLL 8 PRocESSED THRU . 25%14 
| SUGGEST, WEATHER PERMITTING, POST FLIGHT STAGE AT ian 25X1A 
25x1A WITH LAYOVER FOR PROBABLE [MM COVERAGE ON RETURN FLIGHT. 
REQUEST YOU COORDINATE DIRECT WITH QM INFO HQs, 2o%14 
IF YOU PLAN POST FLIGHT STAGE a REQUEST COVERAGE  25X1A 


END OF MESSAGE 
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ass. PONARGED TEL 3? 20k 6 
WexT ied De ee 
AUTH BA 540 
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